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SUBJ: FOURTH MEETING OF OLADE TECHNICAL EXPERTS BEGINS 

1. REPRESENTATIVES OF 16 LATIN AMERICAN COUNTRIES, INCLUDING 
CUBA, BEGAN FOURTH MEETING OF TECHNICAL EXPERTS OF OLADE (LATIN 
AMERICAN ENERGY ORGANIZATION) IN LA PAZ ON JULY 28, ELECTED 
CARLOS MIRANDA, CHIEF OF BOLIVIAN DELEGATION, PRESIDENT OF 
MEETING, AND APPROVED MEETING AGENDA. 

2. MAIN PURPOSE OF MEETING IS TO PREPARE AGENDA ITEMS FOR 
OLADE'S SIXTH MEETING OF LATIN AMERICAN MINISTERS OF ENERGY AND 
HYDROCARBONS IN MEXICO CITY SEPTEMBER 8-12. AMONG ISSUES TO BE 
CONSIDERED BY EXPERTS ARE (1) CREATION LATIN AMERICAN ENERGY 
MARKET WHICH WOULD PERMIT COMMERCE OF CRUDE PETROLEUM AND SURPLUS 
HYDROCARBONS WITHIN LATIN AMERICA, AND (2) ESTABLISHMENT 
FINANCIAL ORGANISM IN OLADE. 

3. FOLLOWING SIXTEEN L.A. COUNTRIES REPORTEDLY REPRESENTED 
AT FOURTH REUNION: ARGENTINA, BOLIVIA, BRAZIL, COSTA RICA, 

CUBA, ECUADOR, JAMAICA, GUATEMALA, MEXICO, PANAMA, PARAGUAY, 

PERU, DOMINICAN REP., TRINIDAD-TOBAGO, URUGUAY, AND VENEZUELA. 
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